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RSP. 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

August 24, 1880 


Sir: 


I have your letter of the 23rd inst. respecting the strain to which the floor of the court 
yard of your Mint was subjected, owing to the large accumulation of silver bars, and in reply I 
have to state that the subject will be duly considered. 


Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint, 
Philadelphia. 


